Message 


From: eamon_evans@agilent.com [eamon_evans@agilent.com] 

Sent: 4/5/20111:56:56 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: RE: GC and MS Quotes 

Attachments: State of Mass -1061452 - James Hanchett - 5975 GCMS.pdf 

Hello James, 

Attached is the quote for the GCMS. Thanks! 

Best, 

Eamon 

From: Hanchett, James (DPH) [mailto:James.Hanchett@state.ma.us] 
Sent: Tuesday, April 05, 2011 7:10 AM 
To: EVANS,EAMON (A-LittleFalls,exl) 

Subject: RE: GC and MS Quotes 

Thanks, 

Jim 


From: eamon_evans@agilent.com [mailto:eamon_evans@agilent.com] 

Sent: Monday, April 04, 2011 5:42 PM 
To: Hanchett, James (DPH) 

Subject: RE: GC and MS Quotes 

Hello James, 

Attached is the updated 7890 GC quote. The auto-injector and tray were updated since the original quote was done. 1 
had to quote our newer modules for this quote. This quote was sent to Westnet last week. I was told they are handling 
the purchasing for this. I will have the GCIV15 quote over to you tomorrow. Thanks! 

Best, 

Eamon 

From: Hanchett, James (DPH) [mailto:James.Hanchett@state.ma.us] 

Sent: Monday, April 04, 2011 11:32 AM 
To: EVANS,EAMON (A-LittleFalls,exl) 

Subject: GC and MS Quotes 

Hi Eamon, 

I spoke with you last week about updated quotes for our lab. I need these on hand in case funding is available. 
The 2 previous quotes where numbers 931902 and 907032 for a GC and GC/MS . Would you please email me the 
quotes? 
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Thank You, 


Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fa x 413-545-260 8 
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